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46-36N 74-32E (Site 13) 


Detailed analysis of Dual HEN HOUSE A at both Site 13, Sary -Shagan 
Antimissile Test Center, and the Angarsk Dual HEN HOUSE Radar Site reveals 
the following comparative feature. A small environmental dome 4 

is located in front of the central control building at eac ua, 
HEN HOUSE; however the locations of the environmental domes differ in 


relation to the central control building. Probable electronics vans are 
Located near the domes at each location. 


Details for Site 13, SSATC, are as follows: The environmental dome 
is located approximately 80 ft in front of the central control building 
and approximately 25 ft south of an east/west center line through the 
central control building. A small structure or piece of unidentified 
equipment is located just north of the dome. Three probable electronics 
vans are positioned on a rectangular concrete pad approximately 25 ft in 
front of the central control building. A low fence encircles the concrete 
pad and 4 small unidentified pieces of equipment are also within this fence. 


The dome and probable electronics vans were first cpserves| 
nd can be negated The concrete 


pad can be en ied ana was unoccupied at that time. 


Details for Angarsk are as follows: The environmental dome is located 
approximately 4O ft in front of the central control building. It appears 
to be in line with an east/west center line through the building. The dome 
ig positioned within a low fence which also encloses 2 probable electronics 
vans. 


The dome and probable electronics vans were not 


ieee were probably present 
clearly observed for the first time 
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